once around the sleeves and attached to the springs. This instrument, placed directly in the circuit of a dynamo-electric: machine, or in a shunt, will indicate the amount of current passing. When it: is desired to compare two currents, the expansion wire of the index is placed in one
circuit and the expansion wire of the scale is placed in the other circuit. In a delicate instrument of this kind the tension of the expansion wires should be only sufficient to keep the wires taut, an they are readily stretched when considerably heated,
AMMETER.
The instrument shown in Fig-. 438 is an ammeter, forindi-dex, through the sleeve of the index, and finally through the mercury cup to the other binding post.
